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PRODUCT INFORMATION 










_ 112300 22899) ``- 
12300 22799) .- ; 
12300 23099) :. 

- 412300 22999) : 
12300 34099 
12300 33999 
12300 23199 
12300 33899 



























X |Full Flavor 85's 
X |Lights 100's 



















Menthol Lights 100's 
Menthol Lights 85's 
Non-Filter 85's 








Lights 100's 
Lights 85's 
Ultra Lights 100's 
Ultra Lights 85's 
Menthol Lights 100’s 
Menthol Lights 85's 





Full Flavor 100's 
Full Flavor 85's 


39.0 Ibs. 
33.5 Ibs. 
39.0 Ibs. 
33.5 ibs. 
39.0 Ibs. 
33.5 Ibs. 
39.0 tbs. 
33.5 Ibs. 
33.5 Ibs. 
39.0 Ibs. 
33.5 Ibs. 





















Ultra Lights 100's 
Ultra Lights 85's 
Menthol Lights 100's 
Menthol Lights 85's 
Non-Filter 85's 

FF Ment SP 100's 
FF Ment SP 85's 


















12300 33612 


REV: 7/21/92 
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BEST VALUE 


PRODUCT INFORMATION 





Menthol Lights 100's 
Menthol Lights 85's 
Non-Filter 85's 

FF Ment SP 100's 












CARTONS 
Full Flavor 100's 
Full Flavor 85's 






Menthol Lights 100's 
Menthol Lights 85's 
Non-Filter 85's 




















39.0 Ibs. 
33.5 Ibs. 
39.0 Ibs. 
33.5 Ibs. 
39.0 Ibs. 
33.5 Ibs. 
39.0 Ibs. 
33.5 Ibs. 
39.0 Ibs. 
33,5 Ibs. 


20.5625 
17.625 
20,5625 
17.625 
20.5625 
17.625 
20.5625 
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Menthol Lights 100's 
Menthol Lights 85's 17.625 
FF Ment SP 100's 20.5625 
FF Ment SP 85's 12300 27012 17.625 


CASES-6M 
Non-Filter 85's 12300 27906 17,625 11.0625 







£656 EPSTS 








REV: 7/21/92 
(OVER) 


